To:  Smith,  Paula[Smith. Paula@epa.gov];  Mylott,  Richard[Mylott.Richard@epa.gov];  McClain- 

Vanderpool,  LisafMcclain-Vanderpool. Lisa@epa.gov];  Card,  Joan[Card.Joan@epa.gov] 

From:  Jenkins,  Laura  Flynn 

Sent:  Tue  8/1 1/2015  12:08:03  AM 

Subject:  Impacted  DW  Systems 


FYI,  confirmed  info  on  impacted  DW  systems; 

Drinking  Water  Intakes  Impacted; 

•□□□□□□□□  CO  = 2 

•□□□□□□□□  NM  = 5 systems  with  9 intakes 
•□□□□□□□□  UT  = 0 systems 

•□□□□□□□□  Navajo  Nation  = 0 Note:  One  Navajo  Nation  drinking  water  intake  on  the  San 
Juan  River  had  already  been  shut  down  for  unrelated  reasons. 

CO  populations  Served  by  Impacted  Systems: 

•□□□□□□□□  Durango  - approx.  23,000  people 

•□□□□□□□□  Glacier  Club  - approx.  525  people 

Both  CO  systems  are  still  operational  and  providing  water  from  storage  or  other  sources 
as  of  my  last  update  from  CDPHE. 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
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1595  Wynkoop  St. 
Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
Fax:  303-312-6961 
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